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Exhibit Not. A-27e2..... Te Contract: 


Bate: September 16, 1958 


Sf POM. 
(Centracter) 
Z TO; 
FOIAb3b1 


Ttem Part sels | Qt 
ave rs 2 ES LAS FB 2 : a 
1 F2433—1 Elbow 1 $3.64 $3,64 
2 F902 55 Tester, Oxygen-flew 1 $23.01 $23.01 


Delivery: Cemplete by September 19, 1958 


smear ec A OO AR ESR SAS TR nal Caen ennai AMS PNET ASSES ET AUST SRS SSRN ASA ANE SAPS ESSAY SRS ase | Vigor aprOD 
Prices are fair and reasonable and this 
Exhibit is hereby approved, 
Contractor warrants prices conform to the 
price formula in effect on date of this 
Exhibit, 
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